To:  Ostrander,  David[Ostrander.David@epa.gov] 

Cc:  Braun,  Richard[Braun. Richard@epa.gov];  Guy,  Kerry[Guy.Kerry@epa.gov];  Buhi, 

Rick[Buhi. Rick@epa.gov] 

From:  Mills,  Bethany 

Sent:  Fri  9/18/2015  5:37:35  PM 

Subject:  RE:  Gold  King  Interim  Water  Treatment  Plant  — results  of  EPA  technical  panel  evaluation 


When  we  are  ready  to  tell  that  contractor  that  we  are  ready  to  have  them  proceed  on  their  part, 
please  CC  Rich  Braun  and  Marilyn  Smith. 


Thank  you.  bethany 


From:  Ostrander,  David 

Sent:  Friday,  September  18,  2015  10:37  AM 

To:  Mills,  Bethany;  Marilyn  Smith 

Cc:  Braun,  Richard;  Guy,  Kerry;  Buhl,  Rick 

Subject:  RE:  Gold  King  Interim  Water  Treatment  Plant results  of  EPA  technical  panel 

evaluation 


No.  This  is  not  a go  yet.  I need  HQ  approval  before  we  go  ahead. 


Sorry  for  the  confusion. 


From:  Mills,  Bethany 

Sent:  Friday,  September  18,  2015  10:32  AM 
To:  Marilyn  Smith 

Cc:  Braun,  Richard;  Guy,  Kerry;  Ostrander,  David;  Buhl,  Rick 

Subject:  FW:  Gold  King  Interim  Water  Treatment  Plant results  of  EPA  technical  panel 

evaluation 


Marilyn, 


1780127 


ED  000552A  00005645-00001 


Please  consider  this  email  a go  ahead  for  the  Gold  King  Interim  Water  Treatment  Plant.  We 
have  received  additional  funds  but  would  like  to  hear  from  you  an  initial  ball  park  figure  to 
ensure  we  have  adequate  funding.  I am  forwarding  the  Governments  initial  evaluations.  We 
will  wait  for  your  package  which  will  include  your  evaluations,  recommendation,  pricing  and  the 
concur/non-concur  consent  to  subcontract  form. 


If  you  have  any  questions,  please  don’t  hesitate  to  contact  me. 


Bethany  A.  Mills 
Contracting  Officer 
Regional  Acquisition  Manager 
Acquisition  Management  Unit,  TMS,  R8 
U.S.  Environmental  Protection  Agency 
1595  Wynkoop  Street 
Denver,  CO  80202-1129 
(303)312-6502 


From:  Ostrander,  David 

Sent:  Friday,  September  18,  2015  9:14  AM 

To:  Mills,  Bethany;  Braun,  Richard 

Subject:  FW:  Gold  King  Interim  Water  Treatment  Plant results  of  EPA  technical  panel 

evaluation 
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From:  Guy,  Kerry 

Sent:  Tuesday,  September  15,  2015  1 1:28  AM 
To:  Ostrander,  David 

Subject:  Gold  King  Interim  Water  Treatment  Plant results  of  EPA  technical  panel 

evaluation 


Gold  King  Interim  Water  Treatment  Plant 


Deliberative  Process/Ex.  5 


Deliberative  Process/Ex.  5 


Kerry  Guy 

Environmental  Protection  Agency,  Region  8 
On-Scene  Coordinator 
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Emergency  Response  Unit 


303-312-7288 

303-808-3831 
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